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2. A prototype version of this device has been de- 
vised in which a transducer-punch combination 
is mounted in the ram of a press. With a suitable 
wiring arrangement, the stacked washers acting as 
switch elements can be used to indicate various 
levels of pressure by means of a series of yellow, 
green, and red indicating lights mounted on the 
punch holder in a convenient viewing position. 

3. Documentation is available from: 

Clearinghouse for Federal Scientific 
and Technical Information 
Springfield, Virginia 22151 
Price $3.00 

Reference: TSP69- 10364 


Patent status: 

Inquiries about obtaining rights for the com- 
mercial use of this invention may be made to NASA, 
Code GP, Washington, D.C. 20546. 

Source: Charles D. Baker of 
Caltech/Jet Propulsion Laboratory 
under contract to 
NASA Pasadena Office 
(NPO-10853) 
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